C-497-IMMACULATE  CONCEPTION  CATHOLIC 
CATHEDRAL,  DENVER,  COLORADO 
This  beautiful  church  at  Colfax  Ave.  and 
Lorjon  Strecl  is  only  one  block  from  the  Colorado 
Staie  Capitol.  The  structure  is  of  French  Gothic 
Design  end  one  of  the  spires  contains  a  chime 
of  15  bells. 
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